Brief comment text:

I strongly oppose this reallocation due to its impact on public safety. It will cause harmful interference to LoRa devices, many of which are weather stations that have contributed to improved weather predictions through the crowdsourcing of their data. Disrupting these stations has the potential to negatively impact the accuracy of weather forecasts and directly impact the everyday safety of Americans.
